ETag: "9ecbd47706ab34af5b091842cb3d2e90"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 26745
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Robert J. Shelby
x-archive-meta-case-cause: 42:7413(b)  Clean Air Act
x-archive-meta-case-name: Utah Physicians for a Healthy Environment et al v. Kennecott Utah Copper LLC
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: utd
x-archive-meta-date-case-filed: 2011-12-19
x-archive-meta-docket-num: 2:11-cv-01181
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 893 Environmental Matters
x-archive-meta-pacer-case-num: 83055
x-archive-queue-derive: 0
x-upload-date: 2013-02-04T21:56:53.000Z
